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Sent: 

To: 


Subject: 

Attachments: 


Wright Wade <wwright@RDKEngineers.com> 

Monday, April 21, 2008 1:59 PM 

Stevenson, Allan (DPH); Hanchett, James (DPH); Salem, Sharon (DPH); 
carogers@schoolph.umass.edu; dfb@facil.umass.edu; Taugher, Helen (DPH); 
joe@bio.umass.edu; jghidine@facil.umass.edu; Kathleen Arcaro; Kneeland, Frank; 
msteele@ehs.umass.edu; sdumond@collinselectricco.com; Long, Suzanne (DPH); Wall, 
Dan; kielb@admin.umass.edu 

UMA07-000215 Morrill Science 1 - Power Upgrade Meeting No. 3 Minutes 
administrator@rdkengineers.com_20080421_135106.pdf 


Wade Wright, Senior Mechanical Engineer 

RDK Engineers 

200 Brickstone Square 

Andover, MA 01810-1488 

Tel: (978) 296-6228 

Fax: (978) 296-6229 

E-Mail: wwright@rdkengineers.com 

Website: http://www.rdkengineers.com 
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protected under applicable law. If you are not the designated recipient of this message, you may not disclose, reproduce, distribute, or 
otherwise use this transmission. Delivery of this message to any person other than the intended recipient is not intended to waive any 
right or privilege. If you have received this message in error, please promptly notify the sender by reply e-mail and immediately delete 
this message from your system. 
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